FIRST    BAPTIST  CHURCH 

Corner  Ninth  and  Burnett 
Wichita  Falls,  Texas 
Organized  in  1883  in  a  little  log  cabin  school- 
house,  the  First  Baptist  Church  now  has  over 
6,000  nnembers.  The  beautiful  sanctuary  was 
rennodeled  in  1956  and  has  a  seating  capacity 
of  1,800.  The  church  has  an  effective  worship, 
religious  education,  music,  nnissions  and  fellow- 
ship program  for  every  age  groi 
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